Approved For Release 2Q04/01/28 : CIA-RDP82T00285R000200999013-1 


OIA-80/79 
12 September 1979 


MEMORANDUM FOR | 
ol Tet, ans and Programs Staff 


SUBJECT : Cable Delays 


REFERENCE : Your Memo, Same Subject, 5 September 1979 


The Office of Imagery Analysis has experienced no recent 
problems with our cable dissemination. However, OIA utilizes 
the NPIC communications facility and is not directly impacted 
upon by the current modifications to the CDS. 
| STAT 


Chief, Technical Staff 
Office of Imagery Analysis 
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